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MEMORANDUM FOR: Chief, Real Estate §& Construction 
Division, OL 


FROM 
Chief, Communications Engineering 
SUBJECT : Office Space and Heating, Ventilating 
and Air Conditioning (H.V.A.C.) Facilities 
Expansion (C) 
REFERENCE > OL 8-1364, dated 30 March 1978 


1. (C) The subject A&E contract scope of work 
attached to the reference has been reviewed by members 
of this staff and is acceptable. You are authorized to 
proceed with the A&E based upon this scope of work. 


2. (C) The OC-E point _of contact for further infor- 
mation on this project is , extension 
Green. ead 
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